To: Harrison, MelissafHarrison. Melissa@epa.gov]; Ruhl, Christopher[Ruhi. Christopher@epa.gov]; 

EOC_Manager, [EOC_Manager@epa.gov]; Woodyard, Josh[Woodyard.Joshua@epa.gov]; Loesei, 
Matthew[loesel. matthew@epa.gov]; EOC Environmental Unit[EOC_Environmental_Unit@epa.gov]; 
Coiaizzi, Jennifer C. [Colaizzi.Jennifer@epa.gov]; Atencio, Kathie[Atencio. Kathie@epa.gov]; Rauscher, 
Jon[Rauscher. Jon@epa.gov] 

From: Tuiis, Dana 

Sent: Mon 8/17/2015 12:44:45 PM 

Subject: Fwd: Region 6 Animas/San Juan River Surface Water Intake Data for August 1 2-1 3th 

Validated Surface Water Samples O81215.docx 
ATT00001.htm 

HQ Final SurfaceWater 081215.xlsx 
ATT00002.htm 


Matt, 

I am forwarding your message to a number of folks, We all agreed to keep the messaging the 
same for now on, so what is already on the web. Pre-incident comparison for surface water and 
RSL's for sediment and just add the new data. 

Thanks, 

Dana 

Dana S. Tubs 

Deputy Office Director 

Office of Emergency Management 

US EPA 

202-564-7938 

Begin forwarded message: 


From: "Loesei, Matthew" < loesel.matthew@cpa.gov > 

Date: August 16, 2015 at 11:17:06 PM EDT 

To: EOC Environmental Unit < EOC EnvironmentaDUnit@,epa.gov >. "Coiaizzi, Jennifer 

C." < ColaizziJennifer@epa.gov >. "EOC_Manager," < EOC_Manager@epa.gov >. "Tuiis, 
Dana" < Tulis .Dana@epa.gov >. "Delgado, Eric" < Delgado.Eric@,epa.gov >. "Burgo, Daniel" 
< Burgo.Daniel@epa.gov >. "Atencio, Kathie" < Atencio.Kathie@epa.gov > 

Cc: "Webster, Susan" < webster.susan@epa.gov >. "Smith, Monica" 
< smith.monica@epa.gov >. "Crossland, Ronnie" < Crossland.Ronnie@epa.gov >. "Foster, 
Althea" < Foster.Althea@epa.gov >. "Petersen, Chris" < petersen.chris@epa.gov >. 

"Rauscher, Jon" < Rauscher.Jon@epa.gov >. "Turner, Philip" < Turner.Philip@epa.gov >. 
"Charters, David" < Charters.DavidW@epa.gov > 

Subject: RE: Region 6 Animas/San Juan River Surface Water Intake Data for August 
12-13th 


Please find attached the data table and “message” for Region 6’s surface water sampling 


1801908 


ED 000552C 00009723-00001 



from the Animas River/San Juan River on August 10 th and 1 2 th -1 3th. Please review as 
early as possible, as we need this data posted by noon Mountain time as our staff will be 
participating in a Community meeting in Farmington and would like to present this data. 
Thank you and please contact me with any questions. 


Matt Loesel 

R6 Planning Section Chief 
US EPA- Region 6 
817-271-4586 


1801908 


ED 000552C 00009723-00002 



